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Paciente : RAYMOND NISAR ALI BECHAN Protocolo : 0005654 
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CORONAVIRUS SARS-CoV-2 RT-PCR MOLECULAR DIAGNOSIS Data Coleta: 23/05/2022 as 14:27:08 


SPECIMEN TYPE - NASOPHARYNGEAL SWAB 
METHOD: RT-PCR (Real-Time Reverse Transcription Polymerase Chain Reaction). 


Result: NOT DETECTED 


REFERENCE VALUES: NOT DETECTED 


NOTE: 
- The method used is based on the protocol provided by the Center 
Centers for Disease Control and Prevention - CDC 
or by the Charité Institute of Virology - University of Berlin. Both 
have been validated with clinical samples and / or synthetic controls, 
showing 100% agreement. 





- This test assesses specific markers related to the Coronavirus 
strain SAR V-2. A result is considered positive for COVID-19 
(SARS-CoV-2 strain) when amplification of two or more 
bookmarks, 





- Amplification of only one of the SARS-CoV-2 related markers is 
reported as an INDETERMINATE result. It is suggested to correlate the 
clinical and epidemiological and repeat the examination at medical discretion. Factors 
associated with indeterminate results are: low viral load, limitations 
pre-analytical, viral RNA degradation, virus mutation and / or collection 
early or late. 





- A single undetected result for SARS-CoV-2 does not exclude the diagno: 
of COVID-19. Several factors su inadequate sample collection, type of 
biological sample, time elapsed between collection and symptom onset 
and fluctuation of viral load during the course of the disease may influence 
the exam result, Therefore, in cases of rere or progre: ve illness, 
or in the presence of clinical-epidemiological data strongly 


suggestive of 
COVID-19 and negative PCR result, the collection of multiple samples, from 










































different locations and times during tł urse of the disease, can be 
ary for the diagnc of the infection. 
- This test may rarely have a false positive result. According 
recommendation of the Ministry of Health, individuals with 
fever and / or respiratory symptoms (for example, cough and difficulty in breathing) 
athe), with travel history to area with local transmission, or 





> contact with a 
the onset of symptom 





ispected or confirmed ca 





in the 14 days preceding 


- Following the re 
clinical / epidemiological 





mmendation of the Ministry of Health, in ca 
rvey, the R 





of suspi 
siratory Virus Panel should be performed. 








Assinado e conferido eletronicamente por: Priscila Sasso 
CRBM 20147 


Resultado Online: www.labclass.com.br - Chave: 0005654 / Senha: 776043 
Os resultados dos exames de laboratório sofrem influência de estado fisiolégico,patolégico e uso de medicação. 
Somente seu médico tem condições de analisar corretamente este resultado. 


